Greg Windstream 


From: 

Greg Windstream 

Sent: 

Saturday, September 7, 2019 8:19 AM 

To: 

neil.jacobs@noaa.gov 

Subject: 

Alabama 

Sir, 



President Trump is using a recent unsigned NOAA statement to justify his claims that Alabama was at 
serious risk from Hurricane Dorian. The unsigned statement leads many to believe that this is simply 
President Trump manipulating another of the agencies under his command. If NOAA is to maintain it's 
integrity they must put a face to this and have someone in a high leadership position come out and either 
defend the unsigned statement or denounce it. The citizens of the United States deserve this at the very 
least. 

Greg Schorr 




